INDEX. 


Austin, Pa. Some features of the construction and failure of the Austin 
dam. By T.CHALKLEY HATTON. 262, Sept. 


Babb, Cyrus C. Certain legal aspects of water-power development in 
Maine. 190, Sept. 

Barnes, William T. Construction of arched masonry dam at Las ‘Vegas, 
N.M. 356, Dec. 

Book Review. é 
Atreatise on hydraulics. By MANSFIELD MERRIMAN. 401, Dec. 


Chandler, Charles E. State control of dams and reservoirs in Connecticut. 
173, Sept. 

Conservation. Progress report of committee. 73, Mar.; 296, Sept. 

Consumption. Progress report of committee on water consumption. 
74, Mar.; 294, Sept. 

Corrosion. Iron and steel pipe. By W.H.WaLKER. 7, Mar. 


Dams. 
Some features of the construction and failure of the Austin, Pa., dam. 
By T. CHALKLEY HATTON. 262, Sept. 
State controlin Connecticut. ByC.E.CHANDLER. 173, Sept. 
State supervision of reservoirs. By FRANK P. McKIBBEN. 242, Sept. 
Construction of arched masonry dam at Las Vegas, N. M. By 
W.T. BaARNEs. 356, Dec. 


Filtration. 
Panama. By H.K.HicGoins. Discussion continued. 1, Mar. 
Usesand abuses. By G.H. Pratt. 341, Dec. 

Fire Protection. Reasonable requirements imposed upon water-works 
systems by the fire protection problem. By CLARENCE GOLDSMITH. 
305, Dec. 


Galvanizing. Iron and steel pipe. By W. H. WALKER. 7, Mar. 
Goldsmith, Clarence. 
Reasonable requirements imposed upon water-works systems by the fire 
protection problem. 305, Dec. 
Water supply problems in semi-arid regions. 144, June. 
iii 


INDEX. 


iv 


Hatton, T. Chalkley. Some features of the construction and failure of 
the Austin, Pa.,dam. 262, Sept. 

Hazen, Allen. President’saddress. 94, Mar. 

Higgins, Herman K. Water supply and filtration at Panama. Discus- 
sion continued. 1, Mar. : 


Hydrants. 
Progress report on specifications. 76, Mar.; 293, Sept. 


Final report on hose and gate nuts. 74, Mar. 


Johnson, William S. Some things domestic meters do not accomplish. 
40, Mar. 


Kimball, Frank C. The Worcester water supply, and emergency work in 


I9II. 113, June. 
Kimball, George A. Obituary. 400, Dec. 
Knowles, Morris. State regulation of public utilities. 272, Sept. 


McKibben, Frank P. State supervision of design, construction, and opera- 


tion of dams and reservoirs. 242, Sept. 
Meters. Some things domestic meters do not accomplish. By W. S. JoHN- 


sON. 40, Mar. 


N. E. W. W. Association. 
President Hazen’s address. 94, Mar. 
Election of officers. 104, Mar. 
Principal statistics. 65, Mar. 
Proceedings, December, 1911. 60, Mar. 

Annual meeting, 1912. 62, Mar. 
February meeting, 1912. 106, Mar. 
March meeting, 1912. 168, June. 
June meeting, 1912. 287, Sept. 
Annual convention, I912. 289, Sept. 
November meeting, 1912. 395, Dec. 
December meeting, 1912. 397, Dec. 
Executive Committee. 
December 13, 1911. 110, Mar. 
January 10, 1912. 110, Mar. 
January 26, 1912. 111, Mar. 
February 14, 1912. 111, Mar. 
March 13, 1912. 171, June. 
June 26, 1912. 300, Sept. 
September 18, 19, 1912. 301, Sept. 
November 13, 1912. 398, Dec. 
December 11, 1912. 399, Dec. 


? e 


Reports. 

Treasurer. 67, Mar. 

Secretary. 64, Mar. 

Editor. 70, Mar. 

Auditing Committee. 68, Mar. 

Committee on conservation (progress). 73, Mar.; 296, Sept. 

Committee on hydrant specifications (progress). 76, Mar.; 293, Sept. 

Committee on water consumption (progress). 74, Mar.; 294, Sept. 

Committee on yield of catchment areas (progress). 75, Mar.; 293, 
Sept. 

Committee on hose and gate nuts (final). 74, Mar. 

Committee on pipe specifications (appointed). 108, Mar.; 170, June; 
293, Sept. 

Committee on exhibits. 297, Sept. 


Obituary. 
GeorGE A.. KIMBALL. 400, Dec. 
CHARLES K. WALKER. 295, 303, Sept. 


Paint for standpipes.: Topical discussion. 387, Dec. 
Panama. Water Supply and Filtration. Discussion. 1, Mar. 
Pipe. 
Committee on pipe specifications. 108, Mar.; 170, June; 293, Sept. 
Flexible joints. 335, Dec. 
Relative corrosion of iron and steel pipe as found in service. By WILLIAM 
H. WALKER, Ph.D. 7, Mar. 
Thawing frozen service pipes. Topical discussion. 159, June. 
Potter, Alexander. The economy of circular reinforced concrete reservoir 
construction. 138, June. 
Pratt, Gilbert H. Uses and abuses of water filtration. 341, Dec. 


Reservoirs. 
Circular reinforced concrete. By ALEXANDER PoTTER. 138, June. 
State Control. 

In Connecticut. By C. E. CHANDLER. 173, Sept. 
In Pennsylvania. By F. P. MCKIBBEN. 242, Sept. 
In Maine. By C. C. BABB. 190, Sept. 


Standpipes. Paint for standpipes. 387, Dec. 
State Control. 
Dams and reservoirs in Connecticut. By C. E. CHANDLER. 173, Sept. 
Dams and reservoirs in Pennsylvania. By F. P. McKIBBEN. 242, 
Sept. 
Public utilities. By Morris KNOWLES. 272, Sept. 
Subways. Some difficulties encountered in tunnel and subway construction 


in Boston. By F. I. WrnsLow. 328, Dec. 


INDEX. v 


vi INDEX. 


Topical Discussion. 
Thawing frozen service pipes. 159, June. 
Paint forstandpipes. 387, Dec. 


Walker, Charles K. Obituary. 295, 303, Sept. 

Walker, William H. ‘The relative corrosion of iron and steel hse as found 
in service. 7, Mar. ° 

Water Power. Certain legal aspects of — + development in’ Maine. 
By Cyrus C. Bass. ‘igo, Sept. ‘ 

Water Supply. : 
Panama. By H. K. Hicoins. Disctission continued. 1; Mar. 
Problems in semi-arid regions.’ By CLARENCE GoLpsMITH. " 144, June. 
Worcester, Mass. By F.C. KIMBALL. 113, June. 

Water Works. Reasonable requirements ‘imposed upon water-works sys- 

tems by the fire protection problem. By CLARENCE Coney, 305, 
Dec. 

Winslow, Frederic I. Some difficulties encountered i in tunnel and subway 
construction in Boston. 328, Dec. 

Worcester, Mass. Description of water supply. RANK 
113, June. 

Yield. Progress report of committee on yield of canna areas. 75, Mar.; 
293, Sept. 


3 
i 
; é 


